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HARYANA GOVT GAZ ., DEC . 19 , 1972 (AGHN . 28 , 1894 SAKA ) 


[PART I 


1 


सुधि पत्र 

in for TT, 1972 
PFRNT 3753-37-1-72 44487.-- ferunt , tropa form , t forget i 1152-7-1-72 
17,364, Paris 11 %, 1072 * sata 26 18H 4 (trar a 977 ) " quì " ping " cet outi 

गुरचरण सिंह बिन्दरा , 
अवर सचिव , हरियाणा सरकार 

Torfa #TTI 
[ To be substituted for the notification bearing samo No. & dath ) 

PUBLIC WORKS DEPARTMENT 
( BUILDINGS AND ROADS BRANCH ) 

The 25th October , 1972 
No. 8906 - PWIII(ASO )-72 /34465-69. - In pursuance of rule 9( 11) of the Punjab Service of Enginecrs . 
Class II, P.W.D., ( B. & R . Branch ) Rules , 1965 , the Governor of Haryana is pleascd to appoint the following 
officers in the order of Seniority to the Haryana Service of Engineors , Class II (Mechanical), P.W.D. (B. & R . 
Branch ) with effect from the dates indicated agaiast each : 
Shri M. L. Sapru 

22nd February, 1971 (afternoon ) 
Shri Prithvi Raj Grover 

19th Janc, 1971 
2. Those oirs shill runtia on p : obition for a period of two years from the date of their 
ampurn :nt to th : H S.E .. Class II (Mechanical ). as por rulo 11 of P.S.E. Class II (Mech .), P.W.D., (B. & R . 
Branch ), Rules, 1965. 

The 11th December , 1972 
No. 10605-PWIII(ASO )-72/39162...On the successful completion of his training Shri Harish Kumar 
Sharina , (Under Training ) was appointed as Sub -Divisional, Engineer, Maintenance Sub Division No. 2 , 
Ambala with effect from 16th May. 1972 , in the time scale of R $ 400-30 ~ 700 /40-1.100 . 


S. K.MISRA , 
Commissioner and Socy . 


CHIEF ENGINEER , HARYANA PUBLIC WORKS DEPARTMENT, 

PUBLIC HEALTH BRANCH , CHANDIGARH 


Tbo 8th Dcoember , 1972 


No. 2-64 /15262 -PH / EI. - The Public Health Sub -Division Pataudi, was shifted to Rewari no the 
afternoon of 30th September , 1972 and renamed as Public Health Sub -Division No.2 , Rewari " . 


J. L. SETHI, 

Chief Engineer, Haryana . 
P.W.D., Pablic Hoalth Branch , candigarh 


PUBLIC WORKS DEPARTMENT 

IRRIGATION BRANCH 

The 8th December, 1972 
No. 8104 /Admn/201/48.-- Shri Ganga Dhar Khanna , Ofiiciating Deputy Superintendent, is 
promoted as Offg . Superintendent in the grade of Rs 500-30-650 /30 --- 800-50-850 and is posted in 
Establishment General Section , I.B.H.O., vice Shri Radhey Shiam Khanna . Supcrintendent . retired 
from Government Service . 

2. His promotion takos effect from 8th December , 1972 , forenoon . 

3. The above promotion is provisional subject to the approval of Haryana Public Service 
Commission . 

K. S. PATHAK , 
Chief Engineer, ( Projects ) , 
Irrigation Works, Haryana . 


